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P.O. Box 646, Ridgewood, New Jersey 07451 
Phone (201) 447-0277 TWX 710-988-5613 


DIVISION OF INTERNATIONAL TELEPHONE AND TELEGRAPH CORPORATION 


October 1, 1968 


1968 SHORT FORM PRODUCT LINE SUMMARY 


All present and accounted for, Mr. Engineer! 

Yes, ready for your complete inspection in the accompanying 
short form catalog are the very latest relays and switches now 
offered by ITT Jennings. 

Covering a broad spectrum, these sterling performers feature 
versatility and cost savings for the prudent engineer and designer. 

Whatever your needs, feel free to contact us via the enclosed re¬ 
turn card — or better yet — Write us! Phone us! TWX us! 

We'll go to work on your application with our staff of specialists 
for reliable results! 


Very truly yours, 

ITT Jennings /] 

IjA, 

Wes Shellhammer 
Regional Sales Manager 



P.S. Be sure to note the JSR-325 and JRTA switches. 


WS/ch 







BUSINESS REPLY MAIL 

No postage necessary if mailed in the United States 


Postage will be paid by: 

ITT JENNINGS 

P. O. BOX 646 

RIDGEWOOD, NEW JERSEY 07451 


FIRST CLASS 
PERMIT NO. 369 
RIDGEWOOD, NJ. 


















PLEASE SEND ME DETAILED INFORMATION ABOUT: 

Series Basic Information Series Basic Information 


□ 

JA 

Light Duty Relays 0 - 3 Amps 

□ JH 

Hermetic Seal Relays 

□ 

JB 

Medium Duty Relays 3-10 Amps 

□ JK 

Counting Relays & Selector Switches. 

□ 

JC 

Heavy Duty Relays 10-30 Amps 

□ JL 

Hybrid & Solid State Relays 

□ 

JD 

Dry Reed Relays and Contacts 

□ JS 

Rotary & Push Button Switches 

□ 

JE 

Contactors & Motor Starters 

□ JT 

Telephone Relays 

□ 

JG 

Special Purpose Relays 

□ JW 

Mercury Wetted Relays & Contacts 


YOUR NAME .... 

TITLE . 

COMPANY .... 
STREET ADDRESS 

CITY.. 

TELEPHONE .... 


.DEPT. 


ZIP CODE _ 


STATE 


EXTENSION 














RELAYS . . . SWITCHES 

1968 SHORT FORM 
PRODUCT LINE SUMMARY 


JENNINGS 


ITT 







JAA Series - AC and DC coils, 1 and 2 Form C, printed circuit or sol¬ 
der terminals, also slow-release and magnetic-latching versions. 



JAE Series — The most advanced 
printed circuit relay now avail- JAH Series — Modern miniature 
able. 4 or 6 Form C, 0.4 Amp. at telephone relay. 4 or 6 Form C. 
30 VDC 100 million operations. Sockets available. 





JAK Series — Professionally engineered series of cradle relays; 2, 4, or 6 Form C., sensitive long-coil version, remanent latching version, single, 
bifurcated, or heavy duty contacts, socket or printed circuit mounting. (Coming soon; AC coil versions). 



JANA — Subminiature Industrial 
relay for panel or printed 
circuit. 



JAUA — Small telephone relay 
for indusfrial controls. 



JAWA — High reliability relay. 
Ceramic insulation for high 
frequency. 



JBGA — Tube base Industrial 
relay. Workhorse of the 
industry. 



JBGC — Open Industrial relay. 



JBGD — Printed circuit Indus¬ 
trial relay. 



JBNA — Heavy duty Industrial 
plug-in relay. AC or DC coils. 



JBNB — Heavy duty open Indus¬ 
trial relay. True 10 Amp. 





























JSR-170 — Miniature, 12 position ceramic 
rotary switch constructed for rugged oper¬ 
ation; offers quality where space is at a 
premium. 



JSR-325 — The first instrument grade 
multi-deck rotary switch designed for closely 
spaced printed circuit board mounting. 



JRTA — High quality miniature slide switch 
designed to fit into printed circuit board 
track layouts. 



JWAD — Encapsulated printed 
circuit board relay with one 
mercury wetted contact, type 
JWAA-7000. 


JWFA — Plug-in mercury wetted 
relay with one, two, or three 
contacts, type JWAA-7000. 



JWGA — Plug-in mercury wetted 
relay with one type JWAA-7001 
contact. 



JWBA — Encapsulated, shielded 
mercury wetted relay with one 
type JWAA-7001 contact. For 
printed circuits. 



JWAF — Encapsulated, metal 
cased mercury wetted relay for 
printed circuits. Contains one 
type JWAA-7000 contact. 



JWGF — Encapsulated mercury 
wetted relay in metal case with 
one type JWAA-7001 contact. 7 
pin plug-in mounting or solder 
terminals. 


•s'vaSffc-Ss . 



JWFF — Plug-in mercury wetted 
relay with one JWAA-7000 con¬ 
tact. Single side or two side 
stable versions. 



JWAA—70 — Mercury wetted 
contact with make before break 
action. For applications where 
long life, high speed, constant 
contact resistance or no bounce 
are required. 



JWAL — Printed circuit mercury 
wetted relay encapsulated in 
metal case. Available with one, 
two, or four type JWAA-7000 
contacts. 



JWAA—71 — Mercury wetted 
contact with break before make 
action. Low current, high speed, 
low profile, center stable 
adjusted contact. 



JWBF — Printed circuit mercury 
wetted relay encapsulated in 
metal case. Available single side 
or two side stable with type 
JWAA-7001 contact. 






































1 Burgin-Kreh Associates, Inc. 

PO Box 9787 

Baltimore, Maryland 21204 
Phone: 301 661-1120 
TWX: 710 232-1817 

2 Burgin-Kreh Associates, Inc. 

2600 Memorial Avenue 
Lynchburg, Virginia 24501 
Phone: 703 845-5600 

3 Forsberg Sales 
646 Summer Street 
Brockton, Massachusetts 02402 
Phone: 617 522-6300 

4 Forsberg Sales 
22 Broadway 

North Haven, Connecticut 06473 
Phone: 203 239-5111 

5 Fred W. Falck Company 
PO Box 1733 

5850 Sagebrush Road 
La Jolla, California 92037 
Phone: 714 233-3341 

6 Harries & Kershaw 
15 Canterbury Lane 

East Aurora, New York 14052 
Phone: 716 652-1221 

7 Harries & Kershaw 
216 Shorewood Drive 
Webster, New York 
Phone: 716 671-6365 


8 Harries & Kershaw 
110 Fayette Circle 
Fayetteville, New York 13066 
Phone: 315 637-9871 

9 Industrial Components 
4004 West 78th Street 
Minneapolis, Minnesota 55435 
Phone: 612 927-9991 

10 ITT Jennings 
PO Box 646 

1156 East Ridgewood Avenue 
Ridgewood, New Jersey 07451 
Phone: 201 447-0277 
TWX: 710 988-5613 

11 J. R. Sales Engineering, Inc. 

7132 N. Harlem Avenue 
Chicago, Illinois 60631 
Phone: 312 774-8550 

12 J. R. Sales Engineering, Inc. 

3550 Cottage Grove Avenue S. E. 
Cedar Rapids, Iowa 52403 
Phone: 319 365-5259 

13 R. A. Strassner Co., Inc. 

3003 Glendale Blvd. 

Los Angeles, California 90039 
Phone: 213 666-4040 
TWX: 910 321-3990 

14 R. A. Strassner Co., Inc. 

55 East Thomas Road, Suite 207 
Phoenix, Arizona 85012 
Phone: 602 277-3921 


15 Schroeder and Loomis, Inc. 
714 E. 65th Street 

PO Box 20071 
Indianapolis, Indiana 46220 
Phone: 317 251-4571 
TWX: 317 634-8747 

16 The Whelan Corporation 
2975 Far Hills Avenue 
Dayton, Ohio 45419 
Phone: 513 298-9997 

17 The Whelan Corporation 
Box 231 

Waterford, Pennsylvania 
Phone: 

Cleveland: 216-442-8340 
Pittsburgh: 412-361-1020 

18 Titan Reps, Inc. 

6434 Maple Building 
Dallas, Texas 75235 
Phone: 214 357-8266 

19 W. W. Posey Company 
175 So. San Antonio Road 
Los Altos, California 94022 
Phone: 415 948-7771 

20 Ron Merritt Co. 

1320 Prospect St. 

Seattle, Washington 98109 
Phone: 206 MU2-7337 
TWX: 910 444-2022 

21 Ron Merritt Co. 

2035 S.W. 58th Ave. 
Portland, Oregon 97221 
Phone: 503 292-8762 
FAX: FNP 

22 Ron Merritt Co. 

826 Whitney Road 
Anchorage, Alaska 99501 
Phone: 907 272-5231 


OUR REPRESENTATIVE IN YOUR AREA IS NOW: 


FOREIGN REPRESENTATIVES - 

ITT Relay are marketed in countries other than USA by: 


CANADA 


EUROPE 


ITT Canada Ltd. 

2211 Riverside Drive 
Ottawa 8, Ontario, Canada 


ITTE Components Group 

14 rue du Gouvernement Provisoire 

Brussels 1, Belgium 


ITT Jennings 

Division of International Telephone and Telegraph Corporation 

P. 0. Box 1278 - 970 McLaughlin Avenue 

San Jose, California 95108 

Phone: (408) 292-4025 

TWX: 910-338-0159, TELEX: 34-6311 

© ITT Jennings 1968 - Printed in U.S.A. 


JENNINGS ITT 










